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can now be withdrawn, and the kettle stands free, ready
for removal
By suitable adjustment of the arms, kettles of various
sizes may be attached to the hooks. The platform slides
on four interior rollers, which lessen the friction. Two
wire ropes, passing over pulleys at the top of the machine,
enable the height to be regulated at will, and a counter-
weight which balances the platform diminishes the labor.